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UNCLASSIFIED 

PAGE 01 TEHRAN 07148 300908Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

020079 300909Z/10 

R 30072 1ZJUL 78 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 9561 

UNCLAS TEHRAN 07148 

FOR A/SY/OPS/T FROM OIC/TSO 


Message Text 


E.O. 11652: N/A 
TAGS: ASEC 

SUB J : REPAIR PARTS FOR CCTV AND ALARM MONITOR 


1 . FOL. TRANSISTORS NEEDED FOR REPAIR OF CCTV CAMERAS. 
TEN EA. BC 157 TRANSISTORS; THREE EA. BDY 38; FIVE EA. 
BD140. 


2. REQUIRE TWO EA. SILENCE PUSHBUTTON SWITCHES FOR 
AES 630 ALARM MONITOR. 

NAAS 


UNCLASSIFIED 
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